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8. No candidate shall be deemed to have passed the B.E.
Examinations unless he obtains a minimum of 33 per cent,
of the marks in each of the written papers and in the practical
examinations and 50 per cent, in the aggregate. Those who ob-
tain not loss than 70 per cent, of the marks in the aggregate shall
be placed m the First Class and those obtaining not less than 50
per cent, in the Second Class.

Candidates failing at the B.E. I & II Examinations in
one subject only but passing in the aggregate may be promo-
ted to the higher class and allowed to appear at the next
B.E. I & II Examinations respectively only in the subject in
which they had failed. Such candidates will not be entitled
to any class, prize, medal or scholarship.

9. A certificate setting forth the date of the examination,
the subjects in which he was examined, the class in which
lie was placed shall be given to each successful candidate.
The certificate of the B.E. I & II Examinations shall be signed
by the Registrar and that of the B.E. Final Examination by
the Chancellor.

10. Civil Engineering students who are successful at the Fi-
nal Examination shall be attached for one year to a Public Works
Division where large works are in progress and shall be re-
gularly instructed in the preparation of materials, the practi-
cal details of contraction, the management of labonr and in
1he system of accounts. Mechanical Engineering students shall
upend the final year in a, recognised Engineering-Workshop.

11. The Degree of Bachelor of Engineering;, (B.E.) will be
awarded to those students who after passing their Degree Exami-
nation, have undergone one year's practical training as approved
by the Faculty.

12. For detailed rules regarding 1. Admission. 2. Discipline.
3. Residence. 4. Fees. 5. Attendance, 6."Awards, see the prosper,
tus of tLe Engineering Colllege section Bl. 01. C2. C3, C4 and
C6. respectively.